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Permit Type - WorkClass / Description 



Redding, CA 96002 



Permit Type - WorkClass / Description 



Redding, CA 96001 




BLDR-2019-01347 048340011000 5800 E Bonnyview Rd DIVYESH PATEL Building (R) - Water Hee 

Redding, CA 96001 REPLACE WATER HEAT 



Permit Type - WorkClass / Description 



Redding, CA 96003 KENYON INSTALL FIRE 

1296 Denton Way JIM MARTIN Building (R) - 

Redding, CA 96002 TEAR OFF; RE 

11510 Vista Del Rio STEVE MAYBERRY Building (R) - 

Redding, CA 96003 TEAR OFF AN 



Permit Type - WorkClass / Description 



050790017000 2709 Citrir 



Permit Type - WorkClass / Description 




Permit Type - WorkClass / Description 




Permit Type - WorkClass / Description 



Redding, CA 96001 UPGRADE PAI 

104350021000 2517 & 2525 Leland Ave RICHARD & MARY GARRINGEBuilding (R) - 

Redding, CA 96001 J70 & R/R COi 





Permit Type - WorkClass / Description 






Redding, CA 96001 (COFFEE BAR) EXPANSION INTO ADJACENT SUITE 



Redding, CA 96003 
1129 Kellinger St 
Redding, CA 96003 
1017 Coggins St 
Redding, CA 96003 



Permit Type - WorkClass / Description 



Redding, CA 96002 SHASTA-TRINITY SCHOOLS (SHASTATRINITY SCHOOLS INS GROUP) FIRE ALARM SYSTEM 



Permit Type - WorkClass / Description 



Redding, CA 96001 
115470018000 822 Coggins St 

Redding, CA 96003 



Permit Type - WorkClass / Description 



Redding, CA 96002 



Permit Type - WorkClass / Description 



Redding, CA 96002 Remove swamp cooler and Cut in 2 

077460030000 1982 Trumpet Dr BOB & SANDY CA LLC Building (R) - Mechanical 

Redding, CA 96003 Change out of existing HVAC PKG 

103050019000 1005 Magnolia Ave JAMES LUNA Building (R) - Mechanical 

Redding, CA 96001 CHANGE OUT SPLIT SYSTEM 



Permit Type - WorkClass / Description 



Redding, CA 96001 
113310036000 962 Redwood Blvd 

Redding, CA 96003 



Permit Type - WorkClass / Description 



Redding, CA 96001 Change out of 

068350052000 1401 Alrose Ln, 39 Marx Family 2012 Trust Building (R) - 

Redding, CA 96002 Change out 21 

117030012000 437 Peppertree Ln GREG HORTON Building (R) - 

Redding, CA 96003 _ HVAC CHANG 







